Squier by Fender 


Players have long 
admired the legendary 
sound and feel of Fender 
guitars and basses. 
Squier—a long-standing 
member of the Fender 
family—brings you bril- 
liant executions of these 
instruments at remark- 
ably affordable prices. 

The design and produc- 
tion of the Squier line of 
instruments is supervised 
by Fender’s master craits- 
men. Everything from the 


selection of quality hard- 
woods, to the winding of 
pickups, right down to the 
final setup must meet 
Fender’s demandin§g spec- 
ifications. The final result 
is brilliant sound, supe- 
rior playability and solid, 
dependable quality. 

So that you can choose 
an instrument that 
matches your playing 
style, the Squier lineup 
offers guitars with various 
pickup configurations, 





tremolo systems and 
body shapes. 

The widely imitated 
and instantly recogniza- 
ble Fender headstock and 
neck comes with maple 
or rosewood fretboards. 
And adjustable bridges 
and truss rods make 
them easy to set up for 
different string gauges 
and playing styles. 

High gloss, durable 
finishes are available in: 
Black (506), Arctic White 
(580), Torino Red (558), 
Lake Placid Blue (502) 
and Blonde (501). 


Specifications 


Contemporary | Contemporary | Standard 

Stratocaster | Stratocaster Stratocaster 

(27-6800) (27-4700) (27-8800) 
(not shown) 


1 humbucking | 1 humbucking | 3 single-coil 
2 single-coil 
Controls 1 volume 1 volume 1 volume 
1 tone 2 tone 
Tremolo Vintage-style | Vintage-style | System 1 
(Locking) 


Pickup 3-mini toggle 5-position 
Switching 
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| Standard 
| Stratocaster 
| (27-8802) 


| 3 single-coil 


! 
' 1 volume 
2 tone 


System 1 
{ (Locking) 


| 25.5" 
| (645.7mm) 


Rosewood 


Neck Pe 
Radius (305mm) 


506, 558, 506, 558, 506, 558, 
580 580 580 


| 12” 
| (305mm) 


506, 558, 
580 


5-position 























Standard LH 
Stratocaster 
(27-4620) 


Bullet S3T 
(27-8400) 


Telecaster 
(27-5202) 


Standard 
Stratocaster 
(27-4602) 


Standard 
Stratocaster 
(27-4600) 


Contemporary 
Bullet HST 
(27-8500) 


3 single-coil 3 single-coil 3 single-coil 2 single-coil 3 single-coil 1 humbucking 
2 single-coil 
1 volume 1 volume 1 volume 1 volume 1 volume 1 volume 
2 tone 2 tone 2 tone 1 tone 1 tone 1 tone 
Vintage-style caste Vintage-style | Vintage-style 


25:5" 25.5" 25.5" 25" 255" 25.5" 

(645.7mm) 645.7mm) (645.7mm) (645.7mm) (645.7mm) (645.7mm) 

tas" eo" 125" 125" 725" i" 
(184.2mm) (184.2mm) (184.2mm) (184.2mm) (184.2mm) (305mm) 
502, 506, 502, 506, 506, 580 501, 506 506, 558 506, 580 
558, 580 558, 580 











Squier Basses 


Fender Precision Bass® 
and Jazz Bass® guitars have 
been the choice of dis- 
cerning musicians since 
the very beginning. And 
the Squier P-Bass® J-Bass® 
and Bullet Bass® guitars 
deliver the authentic 
sound and feel of these 
legends for considerably 
lower prices than their 
illustrious predecessors. 

The Squier basses 
incorporate fully profes- 
sional features such 





as split pickups, solid 
hardwood bodies and dot- 
inlaid rosewood fretboards 
that deliver rich tones 
and easy playability. 
Choose from 32” and 34” 
scale designs. And the 
Squier P-Bass is available 
in a left-handed model. 
These instruments 
offer the ultimate com- 
bination of great sound 













oe 


ra Gans Se eae aoe 





ae a Pet a et AI tt NS RR I i te a ne 


Specifications 


Standard Standard LH Jazz Bass Bullet Bass 
Precision Bass Precision Bass (27-6500) (27-8600) 
(27-6200) (27-6220) 
Pickups =| P-Bassstyle | 1 P-Bass style |  24J-Bass style 1 P-Bass style 

Controls 1 volume 1 volume 2 volume 1 volume 
1 tone 1 tone 1 tone 1 tone 

Scale Length 32” 32" 34" 34” 
(812.8mm) (812.8mm) (863.6mm) (863,6mm) 


Neck 125" 125" 125" 725" 
Radius (184.2mm) (184.2mm) (184.2mm) (184.2mm 
506, 580 506, 580 506, 580 506, 558, 
580 





and exceptional value. 
Nothing else in their class 
even comes close! 


Squier, Precision Bass, Jazz Bass, P-Bass, J-Bass, Bullet Bass, Stratocaster, 
Telecaster and Bullet are registered trademarks of Fender Musical Instru- 
ments, 1130 Columbia Street, Brea, California 92621. © 1987. 
Specifications subject to change without notice. 
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